Lotus Jazz (Release 1) - found on a Lisa 2/10 that had a dead 10MB Lisa Widget Hard Drive. I recently resurrected that drive and found this app.

I suspect the copy protection was removed by use of Copy2HD which was also on that drive.

This is a Disk Copy 4.2 image formatted with MFS and compressed with gzip - Macs with more modern HFS systems will not mount it.

This will NOT work with System 6.0.8 (throws error 44 on startup, whatever that is)
You'll need System 5 for it.

Will work fine on Mini vMac with System 5, or on an Apple Lisa with MacWorks and System 5.

Compatibility
Architecture: 68k
Mini vMac with System 5
MacWorks XL 1.x with System 5.
Will not work on System 6 or later.
This is a 400k Disk Copy 4.2 disk image formatted with MFS, compressed with gzip
